To:  Zito,  Kelly[ZITO. KELLY@EPA.GOV] 

From:  Jenkins,  Laura  Flynn 

Sent:  Mon  8/1 0/2015  1 0:09:44  PM 

Subject:  ACTION  REQUIRED  - FW:  New  York  Times  — 301  928  5072 


Kelly: 


I’m  a new  media  officer  in  Region  8.  Rich  Mylott  thought  you  would  be  able  to  tell  me  how  many 
DW  intakes  on  the  Navajo  Nation  have  been  shut  down  as  a result  of  the  Gold  King  Mine 
release. 


Can  you  help?  I’ll  get  back  to  the  reporter  after  I hear  from  you. 

Thanks, 

Laura  Jenkins 
Media  Officer 
USEPA-Region  8 
1595  Wynkoop  St. 

Mailcode:  8-OC 
Denver,  CO  80202 
Landline:  303-312-6256 
Cell:  202-360-8453 
Fax:  303-312-6961 


From:  Smith,  Paula 

Sent:  Monday,  August  10,  2015  4:06  PM 

To:  Jenkins,  Laura  Flynn 

Subject:  Fwd:  New  York  Times  — 301  928  5072 
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Laura-  Julie  would  like  to  know  confirmed  numbers  on  water  intakes  that  have  been  shut  down. 
We  had 

UT-0 

NM-5 

CO-2 

Can  we  get  Navajo  too  and  email  j Julie  back? 

Thx  a million  P 
Sent  from  my  iPhone 

Begin  forwarded  message: 

From:  "Turkewitz,  Julie"  <iulie@nvtimes.com> 

Date:  August  10,  2015  at  3:33:55  PM  MDT 
To:  "Smith,  Paula"  <Smith.Paula@epa.gov> 

Subject:  New  York  Times  — 301  928  5072 

Hi  Paula,  this  is  me.  Please  give  me  a call. 


Julie 


Julie  Turkewitz 


Denver  Bureau 
301  928  5072 
@julieturkewitz 
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